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LIMITED OFFICIAL USE STATE 184099 

E.O. 11652: N/A 

TAGS: TEGEN, TECH 

SUBJECT: SAFEGUARDS INSPECTION 

REE: PARIS 19124, DTD. 8/8/74 


1. PER INFO REFTEL, REQUEST SCIATT INFORM CEA OFEICIAL DEFARIA 

US DOES NOT REPEAT NOT PLAN INSPECTION PAT DURING EUEL UNLOADING 
OPERATIONS. US PLANS INSPECTION DURING RELOADING OE PAT CORE. 
THEREFORE, REQUEST CEA ADVISE SOONEST SCHEDULE FOR RELOADING 
OPERATIONS. FOR PLANNING PURPOSES, TENTATIVE SCHEDULE NOW 
FOLLOWED BY FIRM SCHEDULE LATER ACCEPTABLE. 

2. FYI - US PLANS IMPLEMENT SAFEGUARDS INSPECTION ALL FRENCH 
MD FACILITIES AND ITALIAN BILATERALLY SAEEGUARDED FACILITIES 
IN CONJUNCTION WITH RELOADING INSPECTION. END FYI. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR SAFEGUARDS, NUCLEAR REACTORS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 84099 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC/SS/IB:DCTUBBS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740232-0188 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740826/aaaaavua.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: PARIS 19124, DTD. 8/8/74 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 APR 2002 by shawdg>; APPROVED <26 JUN 2002 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SAFEGUARDS INSPECTION 
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